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PROGRESS REPORT 

IMPLEMENTATION OF CIA RETIREMENT AND DISABILITY SYSTEM 

6 December 1966 


EMPLOYEES TO BE SCREENED: 

Total in initial group 
Minus group with less than 
5 years of Agency service 

COMPLETED ACTIONS: 

Designations recommended by Board: 

Effected 

In process 

Employee "elected out" 

"Red- lined" by Career Service 


CAREER SERVICE NOMINATIONS PENDING ACTION 

Awaiting verification by Finance 

Pending receipt of official file 

Current workload in Retirement Staff.. 

CASES PENDING ACTION BY CAREER SERVICE: 
(See Tab A) - 


RETIREMENTS TO DATE AND DEATHS IN SERVICE: 


(See Tab B) 

Voluntary 43 

Mandatory 27 

Disability 3 

Total retirements 73 


25X1 


Deaths 


in service 

Total separations 


15 

88 


Group 1 

SECRET Excluded from automatic down- 
grading and declassification 
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Cases Pending Review 
by Career Service 


Career Service 

1st 

Roster 

As of 
3/31/65 

2nd 

Roster 

As of 
6/30/65 

3rd 

Roster 

As of 
9/30/65 

4 th 

Roster 

As of 
12/31/65 

5 th 

Roster 

As of 
1/31/66 

Total 

D 

1 

4 

5 

4 

8 

22 

E 

0 

0 

0 

0 

0 

0 

EL 

0 

0 

0 

0 

0 

0 

I 

0 

0 

0 

0 

0 

0 

IB 

0 

0 

0 

0 

0 

0 

IC 

0 

0 

0 

0 

0 

0 

ID 

0 

0 

0 

0 

0 

0 

IM 

0 

0 

0 

0 

0 

0 

IN 

0 

0 

0 

0 

0 

0 

IP 

0 

0 

0 

0 

0 

0 

IR 

0 

0 

0 

0 

0 

0 

IT 

0 

0 

0 

0 

0 

0 

R 

0 

0 

0 

0 

0 

0 

S 

0 

0 

0 

0 

0 

0 

SC 

0 

0 

0 

0 

1 

1 

SF 

0 

0 

0 

0 

0 

0 

SJ 

0 

0 

0 

0 

0 

0 

SL 

0 

0 

0 

0 

0 

0 

SM 

0 

0 

0 

0 

0 

0 

SP 

0 

0 

0 

0 

0 

0 

SS 

0 

0 

0 

0 

0 

0 

ST 

0 

0 

0 

0 

0 

0 


1 

4 

5 

4 

9 

23 
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